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DREAMER’ COMBINATION DRILL-REAMER 


The DREAMER, combination drill and reamer, reduces production costs by 
eliminating the necessity of two set-ups and double handling in precision 
drilling and reaming operations. Savings of at least 50% in production 
precision-drilling costs are normally obtained. DREAMERS are ground (not 
milled) for greater accuracy from solid M-2 #662 H.S.S. Finished tolerances 
held to plus or minus .0001. Cobalt DREAMERS for use in stainless steel 
are available at small additional cost. DREAMERS are available for immediate 
delivery out of stock on all fractional sizes from 1/16" to 5/8" in divisions of 
1/64 of an inch. DREAMERS are available in taper lengths, jobber lengths 
and aircraft lengths as standards. DREAMER ‘‘Specials’’- delivery one week. 


TRANSFER PUNCHES 


New STANITE Swiss precision made matched set transfer punches are the 
finest available — and a must for every tool crib. They are made of the 
finest tool steel, carefully heat treated and tempered for years of excellent 
service and hard use. Diameters .002 undersize to facilitate use. Black oxide 
finish. STANITE transfer punch set contains 28 punches 4%" long with 
indexed stand. Sizes %2"’ to 42” by %4° — plus handy '%42" size. No tool and 
die shop can afford to be without this precision made set — and look at the 
low price! Only $18.95 F.O.B. Factory. 


FLEX-FLO@® SAFETY HAMMER 
US. Patent No. 2704094 Canadian Patent No. 520471 


For greater SAFETY, ECONOMY AND EFFICIENCY you just can’t miss with 
FLEX-FLO SAFETY HAMMERS e e e the hammer with the ‘‘Hole in the 
Head’’. Always the right size and hardness to fit any job. They won’t mush- 
room, they won’t spark, they can’t fly off the handle. The unique ‘‘Controlled 
Compression’’ hollow head design, keeps hammer in shape and balance e e e 
prevents work damage and guarantees longer life under heaviest usage. 
FLEX-FLO SAFETY HAMMERS have no ferrous content. Rivet-Lok head pre - 
vents injury by hammer head breakage and fly-off. Finest quality handles 
used. Available in 18 sizes and 5 ‘‘Functioneered’’ hardnesses. 


TENIPLEX ™ INERTIAL-IMPACT PLASTIC HAMMER 
U.S. Patent No. D 179,018 
The radically new TENIPLEX All Metal, ‘‘Inertial Impact’’ (no bounée) 
replaceable plastic-tip safety hammer has been completely engineered to 
eliminate the working hazards and high cost of ordinary plastic and soft-faced 
hammers. Safety engineers and competent shop men have found the TENIPLEX 
Multi-Purpose Design guarantees maximum safety, efficiency and economy. 


No other hammer can offer: One piece unitary all-metal ‘‘l’’ Beam head and 
handle. High tensile, non-ferrous alloy construction for maximum safety, 
strength and perfect balance. ‘‘Inertial Impact’? — no bounce — no shock — 


no fatigue. Quick-change threaded tips. Contour-cut safety grip. Safety slip 
guard. Handy hang-up hole. TENIPLEX is available in several series sizes 
and tip hardnesses. 


DEXAMAT INDEXING STOP 


The STAN/ITE DEXAMA re is a 5-position adjustable indexing stop and feed trip- 
ping unit for Bridgeport Millers that offers a simple, low cost method of multiple 
stop indexing. It eliminates costly, time-consuming setups and speeds production. 
The DEXAMAT is quickly indexed manually, then the feed mechanism is engaged 
and trips to ‘‘off’’ position. If greater depth accuracy is required, the operator feeds 
the Quill to the desired reading on the dial indicator (not included). A hole is pro- 
vided in the base of the DEXAMAT to accomodate a dial indicator. DEXAMAT is 
easily installed with no machine modifications and can be attached or detached in 


less than 1 minute. 














KANT-TWISTOCOMBINATION ‘'C’’--PARALLEL CLAMPS 
U.S. Patent No. 2,726,694 Canada Patent Na 566-095 
The new KANT TWIST combination ‘'C’’--Parallel clamps combine the best 
| features of these two different types of conventional clamps. The revolu- 
Zp ; tionary cantilever action provides new freedom of movement, and eliminates 


the distorting twisting action of ordinary ‘‘C’’ clamps. KANT TWIST ‘*C’’ 
clamps feature floating jaw blocks ---they always grip parallel. KANT TWIST 
‘*C’’ clamps are the only clamps with built-in ‘‘V’’ blocks, therefore, they 
securely lock on rounds or rod stock. There is no unsupported screw or loose 
pad to walk off center. KANT TWIST clamps are light weight yet are 40% 
stronger than ordinary ‘'C’’ clamps. KANT TWIST ‘‘C’’ clamps are supplied 
with copper plated jaws and screws as ideal spatter-free welding clamps. 


® 


KANT-TWIST© QUICK-ACTING FIXTURE CLAMPS 
U.S. Patent No. 2,726,693 Patented Canada 


The new KANT TWIST quick-acting fixture clamp series is completely en- 
gineered to provide an economical, versatile and convenient method of posi- 
tive production hold-downs. The KANT TWIST system features e e e threaded 
toggle thrust, booster spring return, adjustable pressure,wide range reusability, 
and assorted base styles. KANT TWIST fixture clamps are safer. They 
can’t slip! They give a positive grip at all times with unobstructed vertical 
clearance in the open position. KANT TWIST fixture clamps are economical. 
Each individual clamp has a wide range of gripping heights. Features: ‘‘T’’ 
bolt, flanged and reinforced bases. All fixture clamps are cadmium finished 
and of heavy duty construction. 


AUTO-SET SELF-SETTING CLAMPS 


AUTO-SET clamps completely eliminate the usual time-consuming heel pack- 
ing and shimming adjustments where die sets or milling machine work is 
clamped into position. AUTO-SET clamps are quick, easy and simple to use. 
They cannot slip. Have a positive grip. AUTO-SET machined contact sur- 
faces guarantee accurate lineal contact regardlees of clamp elevation. The 
ingenious design insures positive table grip with the ‘‘T’’ bolt and holding 
force always perpendicular to the table and work. AUTO-SET clamps are 
stronger than the usual strap-clamps. They are made of high tensile malleable 
castings. AUTO-SET are the most versatile of all hold-down clamps. AUTO- 
SET clamps will hold a wide range of heights. 





SUPERMATIC STEEL RULER 


U.S. Patent No. 3004346 World Patents Granted 
The new SUPERMATIC high-precision, multi-scale combination steel 
ruler offers many brahd-new features which makes this a multi-purpose 
MEASUREMENTS DIRECTLY tool. Inside measurements (both inches and mm.) can be read directly 
x3 through a clear plastic window eat top of the ruler. An ingenious hinged 
point in the bottom of the case folds back and becomes a centerpoint for 
—<—K a compass. The tape can be quickly locked at any length and by placing 
ema a pencil point in appropriate hole at tape tip, accurate circles can be 
Cees eae drawn up to 13 feet in diameter. The new SUPERMATIC RULER is built 
> ee ] with a strong chrome plated steel case. Nylon tape guides insure long 
<i tape life. A special ‘‘errorless” catch hook guarantees eecurate tape 
positioning. Ruler can also be used as a non-slip scribe. Perpendiculars 

and parallels can easily be erected. Also Two 10 ft. Models Available 
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PANAVISE UNIVERSAL POSITIONING TOOL 
U.S. Patent No. 2,898,068 


The new PANAVISE incorporates a unique concept in holding tools. Various 
components can be added to a universal positioning base to enable the worker 
to conveniently utilize various type holding device to any angle. The base 
positioner can be used with a choice of conventional-type vise heads or 
special fixtures. Work can be pivoted 360° in a circle and/or 90° tilt. A 
single lock-screw rigidly holds the vise head or positioner in any desired 
position. A drilled and tapped bench clamp that fits the base of the positioner 
is available so that the vise can be moved anywhere and quickly locked toa 
work table. A 10" X 10" ground surface plate, drilled and tapped to fit the 
base positioner, is also available. For electronic work, an ingenious adjust- 
able printed circuit board holder can be mounted on the work positioner. 
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